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UNCLASSIFIED 

PAGE 01 MONROV 04417 301802Z 

73 

ACTION PM-03 

INFO OCT-01 AF-06 ISO-OO L-03 DODE-OO INR-07 /020W 

004585 

R 301626Z JUL 75 
FM AMEMBASSY MONROVIA 
TO NAVELEXSYSENGCEN GREAT LAKES ILL 
INFO SECSTATE WASHDC 6575 
COGARD ONSOD WASHDC 
CHESNAVFACENGCOM WASHDC 
COGARD OMEGA STATION KANEOHE HI 

UNCLAS MONROVIA 4417 

SECSTATE FOR CODE 5501 

COGARD ONSOD FOR PME-119 AND G-ONSOD/43 

CHESDIV FOR FPO-2 

COGARD OMEGA STATION FOR OTC 

DAYENIAN SENDS 

E.O. 11652: N/A 
TAGS: MARR, ELEC, LI 
SUBJECT: OMEGA LIBERIA 

REF: (A) NAVELEXSYSENGCEN GLARES MSG 241822Z JULY 75 

1. PARAGRAPH (1) OF REF. (A) REQUESTED DRIVERS AND OMEGA 
VEHICLES BE FULLY INSURED. THE FOLLOWING COVERAGES HAVE BEEN 
OBTAINED. BODILY INJURY LIABILITY 10K EACH PERSON - 20K EACH 
ACCIDENT. PROPERTY DAMAGE LIABILITY 1 OK EACH ACCIDENT. THIS 

IS THE STANDARD COVERAGE USED BY AMEMBASSY AND ROICC VEHICLES. 
POLICY COVERS LIBERIAN OR AMERICAN DRIVERS. PLEASE ADVISE IF 
ADDITIONAL COVERAGE IS STILL REQUIRED. THE SELECTED DRIVERS ARE 
MR. JOHNSON AND MR. HOLT. 

2. FOR OTC KANEOHE REQUEST CESIUMS, FIELD CHANGES, AND 
A SET OF LATEST SIMM TM BE SHIPPED ASAP. FIELD CHANGES 
WILL BE RETAINED ON-SITE FOR ONSOD CHECKOUT TEAM TO 
INSTALL. 
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3. PARAGRAPH 2 OF REF. (A) REQUESTED EQUIPMENT AVILABILITY 
DATES FOR ONSOD TO SCHEDULE CHECKOUT/TESTING. COMPLETION 
T&C REQUIRES: 

(1) REQUESTED DRAWINGS TO CHECKOUT INTERNAL HARNESS 

(2) COMPLETION OF EXTERNAL WIRING TO FILTER BOXES 

(3) RECEIPT AND INSTALLATION OF CESIUM STANDARDS 

(4) MONITOR SITE BUILDING EXPECTED TO BE AVAILABLE 
8 AUGUST. NAVELEX CAN COMPLETE RECEIVER 
INSTALLATION TWO DAYS AFTER. BEST DATE FOR 
T&C EQUIPMENT AVAILABILITY PROVIDING CESIUMS 
AND DRAWINGS ARE RECEIVED, IS 18 AUGUST 1975. 

THE COMPLETION OF THE XMTR INSTALLATION IS STILL IN 
ACCORDANCE WITH THE PROPOSED OMEGA LIBERIA INSTALLATION 
SCHEDULE. 

MANFULL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MILITARY EQUIPMENT, INSURANCE 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975MONROV04417 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750263-0840 
From: MONROVIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975078/aaaaahip.tel 

Line Count: 78 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION PM 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 MAY 2003 by ThomasVJ>; APPROVED <03 FEB 2004 by hartledg> 

Review Markings: 
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Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: OMEGA LIBERIA 
TAGS: MARR, ELEC, LI 
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